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Executive Office of Health and Human Services 
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William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
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SECRETARY 
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Farah Hill 

Assistant District Attorney, Norfolk County 
Dear ADA Hill, 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Dmg Analysis Laboratory Receipt. 

2. Curriculum Vitae for Annie Khan (Dooklian), and Kate Corbett. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with chemist’s hand notations and test results. 

5. GC Spectral analytical data for sample 

6. GC/Mass Spectral analytical data for samples # 

I, Annie Dookhan, was the custodial chemist and performed the preliminary testing and net weight 
for tliis sample. Kate Corbett was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 




Annie Dookhan 
Chemist n 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Anihersf Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1:00-3:00 



City or Department:_ (. y'lyt r^e 

Name and Rank of Submitting Officer 


_Police Reference No.: 


Defendant(s) Name (last, first, initial): 



To be completed by Submitte}' 

Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 


1 

a 1 

S, I8, i 


PoatietS. P-K) 1 


1 

1 

(b> 1 

/ 

i 

2^\?udcv»_ OF l 


1 ^ii 



Received by: 



Date: 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. n. Massachusetts Department of Public Health, Drug Analysis Laboratoiy 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, January 2004. 
*Responsible for the identification of drugs to determine violations of harmful and narcotic drug 
laws. 

*Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

*Maintenance and repairs of all analytical instruments. 

*Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 

* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

*Notary Public. 

*Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

QC Analyst 1.11. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

^Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

*Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs), 

* Routine QC testing of products for the FDA. 

*Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

*Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

*Complete testing of chemicals for Vendor Validation Project for the FDA. 

*Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals. 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations, 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) , 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included; Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003-August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UVA/iS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY_^ij.i.^ 


ANALYST 

Evidence Wt 



PHYSICAL DESCRIPTION: 



Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: \. \<n C:>n 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalllne Tests 
Gold 

Chloride_ 

TLTAj;_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

date ^-sZ-KVi 


GC/MS CONFIRMATORY TEST 

RESULTS c^»-^ac^ f'l f <^VnA YZ- 

MS 

OPERATOR \CPsO _ 

DATE 


Revised 7/2005 
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MICROMEDEX® Healthcare Series ; POISINDEX® Document 


Page 1 of2 


POISINDEX® Product List 
Suboxone 


Regulatory-Status; Schedule III 

Ingredients 

Active-Ingredients; Naloxone - 2 MG 

Buprenorphine - 8 MG 

Availability & Manufacturing 


Availability; 

Available-Container-Size: 

Contact: 
Product ID; 
AAPCC Code; 
Registry Number: 
Physical Description 
Imprint: 
Form: 
Color: 
Shape: 


United Slates 
Bottle of 30 
Reckitt Benckiser 
6370996 

200625 - Buprenorphine 
NDC 12496-1306-02 

N8; Sword Logo 
Tablet 
orange 
Six-sided 


Images for NDC 12498-1306-02 



Images for NDC 12496-1306-02 


http://www.thonisonlic.com/hcs/Iibrarian/PFDefaultActionId/pf.PrintReady 


Folk 


12/24/2010 

.OIG_PRR 037494 




MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 2 of 2 



© 1974- 2010 Thomson Reuters. All rights reserved. 


hltp;//www.thomsoiilic.com/hcs/librarian/PFDefaultActioiild/pf.PriiitReady 


12/24/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 



No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 




PHYSICAL DESCRIPTION: 

©-■ 


Gross Wt ( ) 

GrossWt { ) 

Pkg. Wt 
NetWt 


PRELIMINARY TESTS 

Soot Tests 

Cobalt 

Thiocyanate ( -v) 

Mlcrocrvstalllne Tests 

Gold 

Chloride 

Marquis _ 


TLTA ( ) 

Froehde's_ 


OTHER TESTS 

Mecke's_ 

-V 

Q C-V 


PRELIMINARY TEST RESULTS 
RESULTS _ 

DATE 1 \ 2^- 1 O 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR \CPvC _ 

DATE \Q 


Revised 7/2005 








Sequence: C:\HPCHEM\1\SEQUENCE\CBS.S 


Sequence Table (Front Injector): 
Method and Injection Info Part 
Line Location SampieName 


1 Vial 1 

2 Vial 2 

3 Vial 3 

4 Vial 4 

5 Vial 5 

6 Vial 6 

7 Vial 7 

8 Vial 8 

9 Vial 9 

10 Vial 10 

11 Vial 11 

12 Vial 12 

13 Vial 13 

14 Vial 14 

15 Vial 15 

16 Vial 16 

17 Vial 17 

18 Vial 18 

19 Vial 19 

20 Vial 20 

21 Vial 21 

22 Vial 22 

23 Vial 23 


BLANK 

COKE/CODEINE 

BLANK 

HEROIN STD 
BLANK 


BLANK 


BLANK 


BLANK 


BLANK 


BLANK 


BLANK 


BLANK 


BLANK 


BLANK 


Method 

Inj 

SampleType 

Inj Vo^ 

GENSCAN 

1 

Sample 

1,0 

GENSCAN 

1 

Sample 

1,0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

1,0 

WGENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

1,0 

WGENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

1,0 

WGENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

1-. 0 

WGENSCAN 

1 

Sample 

1,0 

WGENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

1,0 

WGENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

1.0 

WGENSCAN 

1 

Sample 

i.o 

WGENSCAN 

1 

Sample 

1.0 


Sequence Table . {Back Injector): 
No entries - empty table! 


Instrument 3 7/14/2010 9:04:19 AM ASD 


Page 1 of 1 
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Si%f\HPCHEM\l\DATA\002F0201.D 




7/13/2010 1:21:40 PM Seq. Line 

COKE/CODEINE STD Location 

ASD Inj 

Instrument 3 Inj Volume 

C;\HPCHEM\1\SEQUENCE\CBS,S 
C;\KPCHEM\l\METHODS\GENSCAN.M 
12/15/2008 12:38:16 PM by ASD 


fiction Date 

^sequence hxxe 
Hethod 

\ist changed 

_ 


Saiapie Name: COKE/CODEINE STD 
2 

Vial 2 
1 

1 pi 



Area Percent Report 


Sorted By : Signal 

Multiplier : 1,0000 

Dilution : 1.0000 

Sample Amount : 1.00000 [fleeps] 

Use Multiplier & Dilution Factor v^ith ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 


Peak RetTime Type 
# [mini 

- 

1 1;087 BB S 

2 3.805 PB 

3 4,512 PB 


Width Area Height Area 

[min] [pA^s] [pA] % 


0.0162 1.19984e5 1.19469e5 99.38045 
0.0137 332,87680 380.09442 0.27572 
0.0172 415.11874 373.74844 0.34384 


Totals : I.20732e5 1.20223e5 

Results obtained with enhanced integrator! 

End of Report 
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Instrument 3 7/13/2010 1:40:41 PM ASD 










i^ile 


C:\HPCHEM\1\DATA\004F0^01.D 


Sample Name: HEROIN STD 


^pjection Date 

p,cq^ Operator 

Instrument 
Se< 3 uence File 

Method 

Last changed 


7/13/2010 2:08:37 PM 

HEROIN STD 

ASD 

Instrument 3 

C:\HPCHEM\1\SEQUENCE\CBS.S 
C:\HPCHEM\l\METHODS\GENSCAN.M 
12/15/2008 12:38:16 PM by ASD 


Seq, Line 
Location 
Inj 

Inj Volume 


Vial 4 
1 

1 pi 


for unknown samples 


Fj01 A. (004F040tD) 

PA3 


350 H 
300 

250 - 

200 
150 H 
100 
50 H 




Gi 

<o 

l6 


10 


12 


14 


16 


18 min^ 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 

Sample Amount 


Signal 

1.0000 

1.0000 

1.00000 

[fieeps] 

(not used in calc 

Use Multiplier & 

Dilution 

Factor with 

ISTDs 


Signal 1: FIDl 

Peak RetTime Type 

Width 

Area 

Height 

Area 

# [min] 

1i _ 

[min] 

] 

[pA*s] 

f _ 

[pA] 

- 

% 

1 i 

1 1.087 BB S 

1 

0.0158 

1 

1.17955e5 1 

.18719e5 

1 

99.73274 

2 5.679 BB 

0.0231 

316.09448 

207.16216 

0.26726 


Totals : l,18271e5 1.18926e5 

Results obtained v?ith enhanced integrator! 

End of Report 


Instrument 3 7/13/2010 2:27:38 PM ASD 


Page 1 of 1 
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ra C:\HPCHEM\1\DATA\010F1001.D 

7/13/2010 4:29:20 PM 


Sample Name: BlO-02318 J 


action Date 
^mple Name 
Operator 
Instrument 
Sequence File 
Method 
Last changed 
FOR UNKNOWN SAMPLES 


ASD 

Instrument 3 

C:\HPCHEM\1\SEQUENCE\CBS,S 
C:\HPCHEM\1\METHODS\WGENSCAN,M 
3/22/2007 1:40:54 PM by ASD 


Seq. Line 
Location 
Inj 

Inj Volume 


10 

Vial 10 
1 

1 pi 



Area Percent Report 


[fleeps] (not used in calc.) 
ISTDs 


Signal 1: FIDl A, 


Peak 

RetTime 

Type 

Width Area 

Height 

Area 

# 

[min] 

1 1 

[min] [pA*s] 

[pA] 

% 

1 

1.084 

1 1 
BB S 

! 

0.0250 2,07712e5 

1.40084e5 

99.88426 

2 

2,216 

PV T 

0.0673 29.21111 

5.48846 

0,01405 

3 

5,675 

BB 

0.0236 177.26242 

114.31606 

0,08524 

4 

5.983 

BB 

0.0302 34.21064 

17.55638 

0,01645 

Totals : 


2.07952e5 

1.40221e5 



Results obtained with enhanced integrator! 

End of Report 


Sorted By 
Multiplier 
Dilution 
Sample Amount 


Signal 
1.0000 
1.0000 
1.00000 


Use Multiplier & Dilution Factor vjith 


f i 

I' 1 

I ^ 

I j 

i j 
: ( 

Page 1 of 1 j • 

! i 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : D;\SYSTEM4\07_16_10\731304.D 

Operator : KAC . 

Date Acquired : 16 Jul 2010 10:31 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth; DRUGS 
Integrator : RTE 

SSbundince ..... “ ^TrCTTJiaTPTD-... - “ 


SSbundince ..... “ ^TrCTTJiaTPTD- 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


731304.D Thu Dec 23 09:42:14 2010 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\07_16__10\731305 .D 
KAC 

16 Jul 2010 10:44 

HEROIN STD 

5 

DRUGS 

RTE 


'AFuridanci ..... “ TICTTSTJOSTCT .. 

aoooooJ 

; 1 

600000j 5 


400000j 


; 200000 


2 .bQ' ^ Z50 ‘ 3.66 

' 3.60 ' 4.66 ' 4.66 ' 5.00 

' 5i6_ 6.00 ’ 

6.50 7 .b 6 7 . 6 o ’ ‘ ado ' 8.56 ado o.do I 

Ret. Time 

Area 

Area % 

Ratio % 

6.705 

1380540 

100.00 

100.00 


731305 .D 


Thu Dec 23 09:42:19 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 

Data File: 

Pile Name ; 

D:\SYSTEM4\07 16 10\731305.D 

Operator : 

KAC 

Date Acquired : 

16 Jul 2010 10:44 

Sample Name : 

HEROIN STD 

Submitted by : 

Vial Number : 

5 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


6.70 C:\DATABASE\SLI.L 
HEROIN 


000561-27-3 99 


Abundance 


43 


AWrapor6:6521o~6.82flnin.:^^ 


80 i 


327 


60i i 


401 


20^ 


^ 4^ ' ^ ’ 1 jo260^' 220^^40 ' Too' ’ 2m ’ 360^^So ' 34 o' 3S" ’ So' j 6 o ' 


59 


81 

! 94 


146 

115 162 


204215 


I 128 


i 174 


,J ij;. M.jJ 


268 


11 228239253 


I 284 


310 


298 


369 


340352 i1 


405 


Abundance 


i 43 


■#T;REROIW 


80^ 


60: 


268 


327 


40: 


20: J 


0 • 


81 


59 


94 182. 

i 128 i 


'174 


215 


310 


369 

i 


,185'’^" 228240 253 O 


, 284 


296 i 


341 


W2-'> 40 60 8^^ ioo 120 140 160 180 ' 2^0 220 * 240 260 280 300 320 340 360 3to 400 | 


731305.D 


Thu Dec 23 09:42:19 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\07_16_10\731306.D 

Operator : KAC 

Date Acquired ; 16 Jul 2010 10:58 

Sample Name : BLANK 

Submitted by ; KAC 

Vial Number : 1 

AcquisitionMeth: WDRUGS 

Integrator : RTE 



hme--> ° 2m ZSO ""^3.66 ' 3.50 ’ 4.6o_ 4M0 5.00 5.50 ' 6.00 6.50 ' 7.00 ’ ' fso '"s.OO 8.5o aSo "9.5o 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


731306.D Thu Dec 23 09:42:55 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\07_16__10\731312.D 

Operator : KAC 

Date Acquired i 16 Jul 2010 12:19 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: WDRUGS 

Integrator : RTE 


Aeusdince;;.. ^ .....D-icr73mii2:cr 



:Time-> 2.66 _2.5f' 3.60 3^0 ^bo '""4.50" 5.66' 5S_ 6.OT 6.50 7^0 7.50 S.ob 8.50 9.60 9.50 


Ret, Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


731312.D Thu Dec 23 09:43:30 2010 Page 
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Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 

6 Data File: 

D:\SYSTEM4\07 16 10\731313.D 

KAC 

16 Jul 2010 12:32 

Sample Name 


Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

ASD 

13 

WDRUGS 

RTE 

i^bundance 

. Tfcr73imcr .. ! 

I i 

6|69 

1 20000001 

1 ‘ 

; 1500000! 

;! ' i 

1000000| 

\ 

li i 

ii ; 

i 500000^ 

!' ! 

ii 


3.07 6.11 ji 

jrime->_ 2^'"1^.. Aip"^^^6'56 ’^LOO^ 7 ^ M O ’ ' 9.56 


Ret. Time 


Area 

Area % 

Ratio % 


1.902 


324441 

7.61 

8.98 


3.066 


211451 

4.96 

5.85 


6.112 


112624 

2.64 

3.12 


6.689 


3612748 

84.78 

100.00 



731313.D Thu Dec 23 09:43:35 2010 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 

D:\SYSTEM4\07 16 10\731313.D 


Operator 

KAC 


Date Acquired 

16 Jul 2010 12:32 


Sample Name 



Submitted by 

ASD 


Vial Number 

13 


AcquisitionMeth 

WDRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 1.90 C 

;\DATABASE\NIST98.L 

Ethanethioamide, N,N-dimethyl- 

000631-67-4 38 


Heptanoic acid, 3-hydroxy-, methyl 

015889-95-9 33 


Hexyl isovalerate 

010632-13-0 33 


Abundance 

i ! 

! 80| 

i 

I 

; 60-i 

I 40* 

; 20j 

i 0 ^ , 

;jfn/z-> 

lAbund^ce ' 

! ;■ 

80; 

^ I 

80| 

40i 

! i 

i 20i 

; ) 

Oi-,. 

'rn/z-> 


43 


'7wer^6rTB71lo'2.0'0Tmlh7 


103 

i 


85 


61 


57 




69 74 


80 


89 


131 


98 


116 


126 


j—! ; : ^ i ■ i j ^ ^ I j ■ i I j . I j j ; r t l-T r i“r— , ' i . . | ■- ] | ■. . , ^ ^ ^ . ^ ^ ^ j n^-T .' r-s |—r-f— '--I ’l”’ ^ 

40 45 '50 55 60 65 ' 70 7'5 80 8'5' 90 95 ’ ido ibS 110 lis 1^0 ’l25 130 135' 140 'l45 j 


144 


■#1T5S15:'^fiianeihi6arnide7 KN^fmelhyl- 

1Q3 


44 


59 


70 


' ’ '' 45 ’'^' 50 ' 55 '' 60 ""eb Vo ' ’75 ' 80 ' 85 ' 90 ' 95 ’ l5o l05 'iio iTs' 'ii6’"l25 'l^O 135 ^40' 145 ' j 


88 


40 


731313.D Thu Dec 23 09:43:37 2010 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\07_16_10\731313.D 

Operator : KAC 

Date Acquired : ^^3^12010 12:32 

Sample Marne : 

Submitted by : ASD 
Vial Number : 13 

AcquisitionMeth: WDRUGS 
Integrator : RTE 


Search Libraries 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 


RT 


Library/ID 


CAS# 


Qual 


3.07 C;\DATABASE\NIST98.L 
Sorbitol 
Sorbitol 
Glucitol 


000050-70-4 91 
000050-70-4 90 
026566-34-7 90 


Abundance 


6,1 


73 


■ 'Awrage of 2:997 'lo1J:0771nIn.: 'TUTSTSITC:)' 


80 i 


60 


40 i 


20 ! 


43 


S6und^'ce 

80 ! 
60! 
40l 


O'Kr: 


103 


i:li! j49 


56 

i' [ 

Ij 

i i 

! I 

^ li 

; j 1 : 

: 1 . : 1 

^■1 i 1 



85 91 


i-ll i i i : I 4^rir..-v f i l-h---.-. ■ ; . I : ■ rr^r, 


115 


133 

147 

i i 

■T-f-r-r-T-j : i rn-i-f-j vr 


159 


; i •; .'-W-r-f-i I ■ i r.-T-Ti-; 1 j'; -*44 tt-r; "j v ? ■ r i f I t; j ^-yT-rr-jrif ■ ■ ■ iT- ri j I-: i : ■-n-rr ri --i : j rn-rf ='tiT^i -^x-rr i ;-rTTTT-ri |Ti-- rT -j-i • ; r-rrr 

4’0 45 50 55 60 65 70 75 80 85 90 95 100 105 110 115 li0 1^5130 135 l4o 145 160155 lOo 165 170 1^^5 l80185 


73 


■■#T14gOBrBor&!!of 


61 


103 


20 \ 


45 


! i| 


56 

i 




85 


133 


Wi/z-> 


;! I I, f h I 146 

, ; j-iir--! I , -r-rvl i It '-rTi'* •:vr-r4; ! ! ! " ■ i r 1 .••■j-rv-j-i ; -y l i j-—, : ’ :-v-r ^ ; ; ii i ' iTTT-:": : | i i ■■■ ifTTT; : i 

40 45 50 5'5 60 6’5 70 7’5 80 85 90 95 100 105 110 115 1^0 125130 136 140 145 150 


182 

l'io 175 'l3ol85 


731313 .D 


Thu Dec 23 09:43:38 2010 


Page 


Folk_OIG_PRR_037508 




















Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\07_16_10\731313.D 

KAC 

16 Jul 2010 12:32 


ASD 

13 

WDRUGS 

RTE 


Search Libraries; 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

Library/ID 


Minimum Quality; 90 
Minimum Quality: 90 


6.11 


Abundance 


C:\DATABASE\PMW_TOX2,L 
Heroin-M (6-acetyl-morphine) 
Heroin-M (3-acetyl-morphine) 
Morphin 2AC @ 




CAS# 

Qual 

059833-14-6 

91 

000000 -00-0 

46 

000561-27-3 

10 

. .. — ■ 

327 

268 

1 1 


80 < 


i 43 


60i 


401 i| 


20l 


59 

I 70 


81 


115 


94 

i 

105 


128 


146 

! 

i ! 


162 


174 


215 


204 i 


^ 50^60 „70 60 

Abundance. 

; i 

’ 8o! 


60 


ii .li' V i'i Uril-! [*; _4-r [4--__ 

)”90 100110 lio 'li 0 140160170 1001 9^0 21022 b 2 ib 


238 253 


' 284 

■! ill 3'*'’ I 

! j :T-i-r- ii-WqiVV! f-rTT-r^ : ■t-rr- : : ; -,-t fi —i .-/r-- \ 

6q 210 220 2i0 240 250 20027Q 20Q 200 300 3i 0 320 300 340 ^ 
'#525rT®bnvK4TB^^^ .“Pie^ET ... ... ' i 

32? 


268 


401 


20! 


59 


94 


124 


146 


162 


m/z-> 


i ^ 310 

40 5b 60 70 8b 9b ’ 1001101201 bo 140 1 sFibo 170 'l 80190 200 210 220 230 240 250 260 2702^0 290 z66 310 320 330 340 


215 
204 i 


285 


731313 .D 


Thu Dec 23 09:43:39 2010 
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Folk_OIG_PRR_037509 































Area Percent / Library Search Report 


Information from Data File: 

File Name : D;\SYSTEM4\07_16_10\731313.D 

Operator : KAC 

Date Acquired : 16 Jul 2010 12:32 

Sample Name : 

Submitted by : ASD 

Vial Number : 13 

AcquisitionMeth; WDRUGS 
Integrator : RTE 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


4 6.69 C:\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 






































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\07_16_10\731314.D 

KAC 

16 Jul 2010 12:46 

BLANK 
ASD 
1 

WDRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


731314,D 


Thu Dec 23 09:43:43 2010 


Page 1 


Folk_OIG_PRR_037511 











Area Percent / Library Search Report 


Information from 
Pile Name : 

Operator 
Date Acquired : 
Sample Name 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM4\07_16_10\731319.D 

KAC 

16 Jul 2010 13 .-53 

BLANK 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


731319.D 


Thu Dec 23 09:43:52 2010 


Page 1 


Folk_OIG_PRR_037512 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SySTEM4\07_16_10\731320.D 

KAC 

16 Jul 2010 14 : 07 

HEROIN STD 

20 

DRUGS 

RTE 


Abundance" 

i i 

I doooooj 

^ 600000 ; 

. 400000 ^ 

; i 

j 200000i 

I ' 

; : li 


TrC:m320U 


6170 


2i6 ido ' a.so' 

4.00 4.bo' ‘d.bo ' 5.50 6.00 ' 

6 .^ 7.to 7.to 4p0__ 8.^ ,_9.b6 4^ . i 

Ret. Time 

Area 

Area % 

Ratio % 

6.698 

1455859 

100.00 

100.00 


731320,D Thu Dec 23 09:43:55 2010 


Page 1 


Folk_OIG_PRR_037513 











Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM4\07 16 10\731320.D 

Operator 

KAC 

Date Acquired 

16 Jul 2010 14:07 

Sample Name 

HEROIN STD 

Submitted by 


Vial Number 

20 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C;\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# RT Library/ID 

CAS# 

Qual 


1 6.70 C;\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


?Vbunciance 


43 

80l i 


IW^rage ore6561o^:m^ " 




327 


60 ? 

A0\ 

i. 

20i 


: 01-^ 

'm/z-> 40 60 


268 


310 


81 


204215 


146 


369 


i 70 ; 94 

ii' i 1 I .128 

162 I 


j 

■ ; 174 j 

! 1 

1 ^^®238 253 j;,: ,00 : '! 

j 1 

i' ;; 'i 184 1 ,1 

1. 3413^.,-ik,! 

j'' i;!l' ; 1 J |.i jLiij 

, j 1 T -r^rn—r'-; ■'T-T- r-i- 1—r- 

'i :i| .. ;-|J ! 298 i 


'Sundance’ 


4,3 


l^:HERO^ . 


80! ! 

j ( 

601 ‘ 
i i 

401 J 

I :: 
20: ^i. 


204 


216 


81 

70 
59 . 


i I 


115 


146 


162 


128 


174 


268 


i . i 226 

; 193 ^ i i 238 253 


284 


327 


310 


■i; 'i I , 


298 


341 


369 


Wz-> ° 4 ir eF '' scT 166 120 Uo "leo^^ 'Tso 266 IS 246 266^ 266 Foo 3S 340 '360 


731320.D 


Thu Dec 23 09:43:55 2010 
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Folk_OIG_PRR_037514 














Area Percent / Library Search Report 


Information from 
File Name : 

Operator ; 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMe th; 
Integrator : 


Data File: 

D:\SySTEM4\07_16_10\731321.D 
KAC 

16 Jul 2010 14:20 

BLANK 

1 

DRUGS 

RTE 


jSBuridSice ‘ ... ”” “ ” ' " ~ Trcr73mj:cr 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


731321.D 


Thu Dec 23 09:43:58 2010 


Page 1 


Folk_OIG_PRR_037515 








Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

D:\SySTEM4\07_16_10\731383.D 

KAC 

17 Jul 2010 4:29 

BLANK 

2 

WSCREEN 

RTE 


Abundance 7(0; 73f363.tT 

; 25000! 

; i 


20000 i) 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


731383.D Thu Dec 23 09:44:08 2010 


Page 1 


Folk_OIG_PRR_037516 





Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Nuntiber 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM4\07_16_10\731384.D 

KAC 

17 Jul 2010 5:03 

BUPRENORPHINE STD 

84 

WSCREEN 

RTE 


Abund^ce ..TIC: TBiaBTO" 

I : 17.1.55 

; f i 

* i i 

i 1500000j j 

: i 1 

! 1000000i ? 

i ^ :i 

^ i V 

I : jl 

; 600000 ; I! 


Time-> 2.00 4,00 6.00 

aoo iaoo i_ 2 .oo 

74^0 Tal^ 

"" 18^0 ^2^0' " 

Ret. Time 

Area 

Area % 

Ratio % 

17.551 

11037963 

100.00 

100.00 


731384.D 


Thu Dec 23 09:44:11 2010 


Page 1 


Folk_OIG_PRR_037517 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM4\07_16_10\731384.D 
KAC 

17 Jul 2010 5:03 

BUPRENORPHINE STD 

84 

WSCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PNW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


17.55 C:\DATABASE\NIST98.L 

6.14- Ethenomorphinan-7-methanol, 17 052485-79-7 97 

6.14- Ethenoraorphinan-7-methanol, 17 052485-79-7 87 

Anthiaergosta-5,7,9,22-tetraene 1000213-42-2 55 


Abundance 


80 i 


55 


7 \Wra^ of ITTSM to 17 :r 48 lT^^^ 


378 


60 j 


401 


i 


20! 4^ it 84 


101 


410 

i i 392 i 


434 
3 449 

I ; 467 i 


'iTn/z-> 


7^ jii ,i 6$ J . ■ ^^^129 1471^ 181197 216 242256 281 306320^^® i ■ ' , 

Vo ' eb^s'o Ib^fTio'iVbTbo ibo iho "So~ 240 " 2 §o^25b’ 360 ^' 34 b"sbo 38oTbcT45o 44b’lb6 


l^f0456■1: 6/f4^tfienomorphman^-methandr. T7-{cyclopropylmer “ 


i 

378 

80 ! 

i 

i 

60i 

i 

40j 

j 

20| 

352 i t , 




410 

434 j 

^ ! 449 j 

■ ■ ! ] 392 i ii i 467 I 

I i. : I _ I I j 

’40 60 80 ibb 120 i 4 o 160 i 5 o 260 226 240 260 ibo ’ioo^a&^sVb’^ 360 'alb 4lb 42b ’VVo'^bo i 


731384.D Thu Dec 23 09:44:12 2010 Page 2 


Folk_OIG_PRR_037518 






















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\07_16_10\731385.D 
KAC 

17 Jul 2010 5:37 

BLANK 


WSCREEN 

RTE 


Abundance 



TrcLr3T365;cr ' 



i 

i 


!Time-> 


Ov-, 

2.00 


4,00 6.00 8.00 10.00 12^00 14.00 laOO 18:00 20.00 22.00 24.00 26.00 28:00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


731385.D 


Thu Dec 23 09:44:16 2010 


Page 1 


Folk_OIG_PRR_037519 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\07_16__10\731386 .D 
KAC 

17 Jul 2010 6:11 

BLANK 
ASD 
2 

WSCREEN 

RTE 


IAbijndan(5e “ ...- ^ .. TfC: mSBeTD" 



I < ^ 

! I ! 

jo!o0_' 12^ jS-OO Z2 o!o0^^ 2^ 26 .00 28.0 0' J 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


731386.D 


Thu Dec 23 09:44:21 2010 


Page 1 


Folk_OIG_PRR_037520 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\07_16_10\731387.D 

KAC 

17 Jul 2010 6:45 


ASD 

87 

WSCREEN 

RTE 


Abundance 

i 

^ 12000001 
! 1000000j 
i 800000i 
I 600000 

. 400000 


TfC!73158m ” 
17[.50 


7.55 


9-91 


4-48 


6 . 91 ! 


2.94 

I 200000^35! 


^ I 1 

.ilJjil 


[TlfDe-> 2-00 4-00 6.b6 

sio ' ’ 10 : 00 ^^ 

' 1 V 00 I'slob 

mob’ ‘ 20 'ob '22lob'_24!oo 

Ret. Time 

Area 

Area % 

Ratio % 

2.012 

329107 

2.94 

4.82 

2.245 

318406 

2.85 

4.66 

2.939 

392050 

3.50 

5.74 

3.861 

239696 

2.14 

3.51 

3.944 

224507 

2.01 

3.29 

4.483 

368894 

3.30 

5.40 

6.906 

464109 

4.15 

6.80 

7.552 

1130185 

10.10 

16.55 

9.915 

891422 

7.97 

13.05 

17.500 

6829405 

61.04 

100.00 


731387.D 


Thu Dec 23 09:44:40 2010 


Page 


Folk_OIG_PRR_037521 














Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

D:\SYSTEM4\07 

KAC 

17 Jul 2010 


ASD 

87 

WSCREEN 

RTE 


16 10\731387.D 


6:45 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

2.01 

C:\DATABASE\NIST98.L 





Glycerin 

000056-81-5 

47 



Formic acid, propyl ester 

000110-74-7 

22 



Benserazide 

000322-35-0 

10 


Abundance" 


80 i 


31 


■ Average of 

43 ,61 


6 o; 

5 

40j 

20i 

0^- 

mfz-> 

AbundaTTce 


27 n- 


39 [ 


69 


72 


96 


102 


j ilj |46,,^.^ .. J,.,. ,, .... .... 

16 2 b ' 25 3b ’ 35 ' 4 b 45 "^ 50 55^ bo e's 70 % ’ 8& ^otf bs i6o ’ ibs 


43 


m3447f Glycerin ■ 
61 


80; 


601 


31 


40' 


20 i 


0: 


17 


27 


‘nn/z-> 15 20 25 30 3'5 40 45 50 55 60 66 7‘0 7'5 80 85 90 95 100 105' 


731387.D Thu Dec 23 09:44:40 2010 Page 2 


Folk_OIG_PRR_037522 























Area Percent / Library Search Report 


Information from Data File 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\07_16__10\731387 .D 
KAC 

17 Jul 2010 6:45 


ASD 

87 

WSCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW T0X2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

2.25 

C:\DATABASE\NIST98.L 

2 -Propanone, 1,3-dihydroxy- 
Acetaldehyde, hydroxy- 
1, 5-Pentanediol 

000096-26-4 64 
000141-46-8 42 
000111-29-5 36 

Abundance 


Aiverage'bf 2T2fBlo 2,373Tnln.: 7343B7,nr(-) 

31 



80 i 


60! 


40 i 


20 \ 


05 


28; J , i 


42 


;j j.;J.3^.,. .^ J |j45 


60 

66 ! ; 


72 


85 


95 


10 2b 25 3b ^ 40 45 50 55 60 65 70 _ 75 80^ 05 90 95 

Abundance.. .^fOBST^-Pro^nbhe, .. .. 

: ; 3i1 


80 


60 


40; 


20 i 


0 ^ 


15 


43 


60 


72 


10 15 20 26 30 35 40 46 50 5'5 60 65 70 7'5 80 85 90 95 


731387.D Thu Dec 23 09:44:41 2010 


Page 3 


Folk_OIG_PRR_037523 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 

D:\SYSTEM4\07 16 10\731387.D 


Operator 

KAC 


Date Acquired 

17 Jul 2010 6:45 


Sample Name 



Submitted by 

ASD 


Vial Number 

87 


AcquisitionMeth 

WSCREEN 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 


2.94 C:\DATABASE\NIST98.L 
D-Limonene 
D-Limonene 
D-Limonene 


005989-27-5 94 
005989-27-5 94 
005989-27-5 94 


Sundance" 


AYer^g'^r2:aW't^2:M97pIhTi 


601 


60 i 


93 


40; 


20 i 


27 


|m/z-> 


OU 


39 


43 


M i4i t 


53 


i,j i 58 661 

. .rn-iJ 


79 


A i 4 -f)n 


85 89! 


107 


103i 


119 


116, 




136 ^ 


Abundance 


3^ 4^ 4'5 ^ _55 eft _6'5 7i0_ 75_ 89^ 85 90 'llFli5 ’l20 iS Wo 135‘'l4Q : 

. . ■“ .. ^TROTOny [Tmo^^ ....... ..i 

66 


801 


601 


40’ 


93 


m!z-> 


20 ; 


0^... 


53 


79 


107 


2'5 30 35 40 45 50 55 ^ K "To 75 & 85 90 95 'l 60 105 110 iiS 1& 1^5""lio 135 140 


121 


136 


731387.D Thu Dec 23 09:44:42 2010 Page 4 


Folk_OIG_PRR_037524 





























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\07__16_10\731387.D 
KAC 

17 Jul 2010 6:45 


ASD 

87 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4 3,86 C:\DATABASE\NIST98.L 

Thiazole 000288-47-1 64 

Tetrahydrofuran-5-on-2-methanol, .a 1000192-28-3 59 

Ethanone, 1-(1-hydroxycyclopentyl)- 017160-89-3 53 


Abundance' 


80' 


601 


40: 


29 


A^rageof "3:8'43 To 3:92X) n^n .rfJI (-) 

85 


20 ! 


mfz-> 




39 


57 


, 43 




53 


49. , 


68 


n}-;- 


81 


93 


98 


110 


121 126 


25 30 35 40 45 50 55 60 65 70 75 80 85 90 


St5 ‘ lOO 165 " ilo'liS^ 'lio 1^5 130 i 


Abundance 
) 1 




■#T f67T0: 

THiazole ..... i 

^ I 

^ ! 

80i 

; i 



68 



^ 60| 

j ! 



i 


! j 

40i 





! i 

20 i 

45 


i 


i ; 

! ' 

i 1 

m/2-> 25 

38 ; 

’ ' r i T • --t”- : ■ - i ■ ' 

30 35 40 45 

51 

50 ' 

i.l i-L. , 

55 6b 

' 65 ‘ ro 75 ’ 

s , . i 

80 ' _90 05 " 100 ' I25!ll3^^ 
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Folk_OIG_PRR_037525 



















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name : 

Submitted by : ASD 

Vial Number : 87 

AcquisitionMeth; WSCREEN 
Integrator ; RTE 


D:\SYSTEM4\07_16_10\731387.D 

KAC 

17 Jul 2010 6:45 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5 3.94 C:\DATABASE\NIST98.L 

2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 70 
2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 68 
2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 52 


|Abundance. 


. 


41 


sol 

I 


' 60 \ 

f 




! 


126 




29 

I ; 

37i 

i 

. i M 45 


56 } 

81 

86 

I 109 

i ■ ^ ^ 




4-i-M! 4-.. 

40_45_ 

_^_55 

! i-4-h' ■ 

60 65 70 

"Yp 8b’ 

Sp 9b_’ 

£5 J_00 l05 110 ll5 .1^0 I2i 

5 1M J 


Abundance 


W^TOSWrZ-Furancaifcox® eTTyde/5^(bydrox^ 

97 


60; 


60: 


40 ; 


126 


i t 


20 * 


O' 


38 


53 


49; i 


109 


. rv. 


25 30 35 40 45 50 55 60 65 70 75 80 85 90 95 100 105 liO 115 1^0 125 lOO j 


731387.D 


Thu Dec 23 09:44:43 2010 
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Folk_OIG_PRR_037526 















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\07_16_10\731387.D 

KAC 

17 Jul 2010 6:45 


ASD 

87 

WSCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PNW T0X2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


6 4.48 C:\DATABASE\NIST98.L 

Butanoic acid, 3-oxo-, 2-methylprop 007779-75-1 35 

d-Glycero-d-ido-heptose 1000130-14-3 32 

cis-2,3-Epoxyheptane 014925-96-3 27 


Abundance 


4.3 


7\veraleof4‘:459To4:50TmTn.:75131S7:^^^^ 


1 80| 

i 

i 


i 

i 


1 

85 

103 ! 


31 


40 i 


61 


20 i 


i 0 '-T : viH I rj ! i-r-r: TT-t-tj j+l-: j-p-rr-H-'l --f 1-^, i —^ ^ i'vi = i-ryt-r+t-rr-i J-H-: ; T-r f r ^'rr; 1 ^-rr-T i ^ 'i”?- ; ’■tt-' : 

h(/z-> 25 30 35 40 45 50 55 60 65 70 75 80 85 90 95 100 105 110 115 120 1^5 130 135 140 145 150 155 l60 i 


26.U 3^;i; 

J / r- ! J-T-r- TT-hj-j ■ 


55^ 


50 

4-h-: T-H r 


69 


74 




98 


115 


126 


131 


Abundance 


#708T: Su®oic acidTa-oxd-, 24Ti8!b^propy! esier 



1 

! 80| 

1 

85 



i 

i 60i 

i 

! 

56 ' 

; ] 



j 

i 40! 

\ i 

i 

: 103 

' i 

M ■ ' 




1 20 I 

i 

n : ; 

■ i i ‘ 

M ; 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM4\07_16_10\731387.D 
KAC 

17 Jul 2010 6:45 


ASD 

87 

WSCREEN 

RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.91 C:\DATABASE\PMW_T0X2.L 
Palmitic acid 
Myristic acid 
Cyclamate-M AC 


000057-10-3 94 
000544-63-8 68 
001124-53-4 1 


Abuhclance 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\07_16_10\731387.D 

KAC 

17 Jul 2010 6:45 


ASD 

87 

WSCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

8 

7.55 

C:\DATABASE\NIST98.L 





Octadecanoic acid 

000057-11-4 

96 



Octadecanoic acid 

000057-11-4 

96 



Octadecanoic acid 

000057-11-4 

95 

jAbunFaFce 

4:3 

..Average of rsZSlo r:64TMn.: 73T387T:)T-) 

■■ ------ 
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Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM4\07_16_10\731387.D 
KAC 

17 Jul 2010 6:45 


87 

WSCREEN 

RTE 


Search Libraries; C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

o o 

PK# RT Library/ID 

CAS# 

Qual 


9 9.91 C:\DATABASE\NIST98.L 

Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 99 
Morphinan--6-one, 4 , S-epoxy-S , 14-dih 000465-65-6 91 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 60 


JSBundance 


-/^^m:873W9:gB6Wn.;731^m{-r 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\07_16_10\731387.D 

Operator : KAC 

Date Acquired : ^^Jul2010 6:45 

Sample Name : 

Submitted by : ASD 

Vial Number : 87 

AcquisitionMeth: WSCREEN 
Integrator ; RTE 


Minimum Quality: 90 
Minimum Quality; 90 


CAS# Qual 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 



731387.D Thu Dec 23 09:44:48 2010 


Page 11 


Folk_OIG_PRR_037531 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\07_16_10\731388.D 

KAC 

17 Jul 2010 7:19 

BLANK 
ASD 
2 

WSCREEN 

RTE 


Abundance.. .. " “ TIC: r3ra8‘g;D~ 

; 250001 

i 1 

20000 I 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


731388.D 


Thu Dec 23 09:44:53 2010 


Page 1 


Folk_OIG_PRR_037532 






Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SySTEM4\07 16 10\731395.D 

Operator 

KAC 

Date Acquired 

17 Jul 2010 11:18 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

WSCREEN 

Integrator 

RTE 

j 

...............n 

25000 i 

1 

1 

20000 :' 


15000i %J[ 

i 


5000 ; 

i 

ni .. ... .. 

i 

Tjme-> ZOO ' 4.6o ^ 6,00 8 .bo ' 10^00' 12:00 ’ 14!ob 16^00 ' 18;ob ’ 20:00 22,00 24^00 26:00 28;00 '' 

Ret. Time 

Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


731395.D 


Thu Dec 23 09:44:59 2010 


Page 1 


Folk_OIG_PRR_037533 










Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\SYSTEM4\07_16_10\731396.D 

Operator : KAC 

Date Acquired ; 17 Jul 2010 11:52 

Sample Name : BUPRENORPHINE STD 

Submitted by : 

Vial Number : 84 

AcquisitionMeth; WSCREEN 
Integrator ; RTE 



500000! 


'Time-> 2.00 4.66^ 'i.bo 

1 o'ob' ”^2^0^ iTob' io.'ob 

ismb^’ 20 : 00 ’^ 22 .'o'o~’~'^Oo" 26 !ob ' 28!00 ^ i 


Ret. Time 

Area Area % 

Ratio % 

17.551 

11950509 100.00 

100.00 


731396.D Thu Dec 23 09:45:02 2010 Page 1 

Folk_OIG_PRR_037534 











Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

D;\SYSTEM4\07 16 10\731396.D 


Operator 

KAC 


Date Acquired 

17 Jul 2010 11:52 


Sample Name 
Submitted by 

BUPRENORPHINE STD 


Vial Number 

84 


AcquisitionMeth 

WSCREEN 


Integrator 

RTE 


Search Libraries: C;\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 17.55 C:\DATABASE\NIST98.L 



6,14-Ethenomorphinan-7-methanol, 

17 052485-79-7 96 


6,14-Ethenomorphinan-7”raethanol, 

17 052485-79-7 87 


Anthiaergosta-5,7,9,22 -tetraene 

1000213-42-2 55 

/Abundance 

T^rage of 17734B t6^T7:743 min.: T31896.D P) 

,.—.— ...! 

soi 
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60^ 
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i 80 ! 
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i i 

■ i 

4oi 


1 1 

, 69, :i, 

)i 

147 165 181 197 216 239 256 281295310 

4o' ' 6 b' ab 160 ' 120 'i4o' 160 'ibo' 260 aio ’240' 260 260 300 3 


410 
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336 I 392 
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lfT0456T:"6V14^^enbmorpblnan-7-mMiand!7^-{cya^ropylme[. 


378 


410 


m/z--> 


20 


0^ .. 


434 
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: 449 
! 467 


731396.D 


40 ' jb ’ sb ' boo 146’ ibb 200 '220 240 ^60 280 ' Obo’ jio 340 ' ie^lsb’ 4bo'^gO '44b"’46b 
Thu Dec 23 09:45:03 2010 Page 2 


Folk_OIG_PRR_037535 















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File; 

D:\SYSTEM4\07_16_10\731397.D 
KAC 

17 Jul 2010 12 : 26 

BLANK 


WSCREEN 

RTE 


Abundance 

25000) 


. TIC: 73139713“ 



: 0 ^..,....^.. . , . , ......,. ... . . ^ . , , , __ _ .^. 

|nme-> 2.66 4 .o 6 ' 6.00 koo lo'oo 12I00 i4;oo le'oo leloo 2o;ob 22:00 24Y0 26;oo’” 28!ob’ ' 1 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


I 


731397.D 


Thu Dec 23 09:45:06 2010 


Page 1 


Folk OIG PRR 037536 









